AMENDMENT NO. 1 DECEMBER 2016 
TO 
IS 6099 : 1991 REHABILITATION EQUIPMENT — 
INVALID WALKERS WITH CRUTCHES — 
SPECIFICATION 


(Second Revision) 


(First cover page, title) — Substitute the following for the existing title: 


Indian Standard 


REHABILITATION EQUIPMENT — WALKERS WITH 
CRUTCHES — SPECIFICATION 


( Second Revision ) 


(Second cover page and all other relevant pages) — Delete the word 
‘Invalid’ wherever, it appears in the text of the standard. 


(Page 1, title) — Substitute the following for the existing title: 


REHABILITATION EQUIPMENT — WALKERS WITH 
CRUTCHES — SPECIFICATION 


( Second Revision ) 


(MHD 09) —————— 
Publication Unit, BIS, New Delhi, India 


